AMENDMENT NO. 5 DECEMBER 2019 


TO 


IS 10284 : 1982 SPECIFICATION FOR LIPSALVE 


[Page 5, Table 1, SI No. (iii) (see also Amendment No. 3)| — Substitute the 
following for the existing: 


(1) (2) (3) (4) (5) 
iii) | Peroxide value, meq/1 000 g, Max 10 10 A-3 


(PCD 19) 
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